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DRAFTED BY A/SY/T: JFPERDEW:JB 
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R211621Z JUN 74 
FM SECSTATE WASHDC 
TO AMEMBASSY GUATEMALA 
INFO AMEMBASSY PANAMA 

CONFIDENTIAL STATE 133320 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: PROPOSED INSTALLATION CCTV, ALARM SYSTEM AND ACR, 
NEW CHANCERY GUATEMALA. 

REF: GUATEMALA 3212 

GUATEMALA FOR RSO, PANAMA FOR RTC AND RSS 

1. SY/T TAKING PRELIMINARY STEPS TO SHIPPING ACR. FROM 
INFORMATION AVAILABLE, IT APPEARS APPROXIMATELY 4-5 WEEKS 
WILL BE REQUIRED FOR MOVEMENT OF ACR FROM STORAGE TO PORT 
AND TO GUATEMALA. EXACT TIME DEPENDS ON STORAGE TERMINAL, 
DISPATCH AGENT WORKLOAD, AND SHIP AVAILABILITY. 

2. AS A RESULT OF TSO GLASS SURVEY IN NOVEMBER 1973, TWO 
CCTV SYSTEMS WERE SET ASIDE FOR GUATEMALA. THESE WILL BE 
POUCHED SHORTLY. THIRD SYSTEM WILL NOT BE AVAILABLE FOR 
SEVERAL MONTHS. ALARM SYSTEMS AVAILABLE AND WILL BE 
FORWARDED AT SAME TIME. 

3. SY/T SEABEES WILL BE SCHEDULED TO VISIT GUATEMALA 
SHORTLY TO MAKE ACR PARENT ROOM PREPARATIONS AND 
PRELIMINARY INSTALLATION OF OTHER TECHNICAL EQUIPMENT. 
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4. ALARMS AND CCTV SYSTEMS WILL BE INSTALLED BY TECHNICAL 
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SECURITY OFFICERS WHO ERECT ACR. 

5. SY/T WILL KEEP POST ADVISED OF ACR SHIPPING SCHEDULE 
AND TENTATIVE DATE OF TECH TEAM ARRIVAL. KISSINGER 
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